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Sir3- 

} Referring to the ineandescent electric Plant placed by us 
in the United States Mint at Philadelphia on trial for 60 days we 
beg to say, that we have read with great interest the able report 
of Prof. Barker regarding the same, and note the Gentlusions reach 
ed. The circumstances under which the electric light Plant is 
used at the Mint are not such as would obtain the greatest economy 
in its use, 

Further we desire to say that the formfof incandescent 
apparatus waich you la ve shen are not as bePseiend as sche ss 
are now manufac turing, The Maxim machine which you have has been 
very greatly improved upon and we suggest to you the propriety , 
in eur own interest as well as that of the gevernment, that you 
authorize us to Temove without cost to the Mint, the present appar 


atus and substitute the new and improved ferm, 


We make this proposition as we denm it 
ver 
to eur business that an exhibit of our light in ‘wh sae 
place should be the best that we are capable of making. mo 


Very respectfully, 


“C&P Gon. Manager, 
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The United States Electric Lighting Company, 
Equitable Building, 

New York, 

July 17, 1882 


Dictated. 
All correspondence to be addressed to “The United States Electric Lighting Company” 120 
Broadway. 


Sir: - 


Referring to the incandescent electric plant placed by us in the United States Mint at 
Philadelphia on trial for 60 days we beg to say, that we have read with great interest the able 
report of Prof. Barker regarding the same, and note the conclusions reached. The circumstances 
under which the electric light plant is used at the Mint are not such as would obtain the greatest 
economy in its use. 


Further we desire to say that the forms of incandescent apparatus which you have there 
are not as efficient as what we are now manufacturing. The Maxim machine which you have has 
been very greatly improved upon and we suggest to you the propriety, in our own interest as well 
as that of the government, that you authorize us to remove without cost to the Mint, the present 
apparatus and substitute the new and improved form. 


We make this proposition as we deem it very advantageous to our business that an exhibit 
of our light in such a prominent place should be the best that we are capable of making. 


Be kind enough to advise us in the regard to this proposition. 


Meanwhile we remain, 

Very respectfully, 

United States Electric Lighting Co. 
H.C. Francis, Gen. Manager. 


Col. A. Loudon Snowden 
Supt. U.S. Mint 
Phila. 


